
ANALYTISCH- 

BIOLOG1SCHES 

FORSCHUNGSLABOR 

MUNCHEN 


ABF GmbH ■ Gocthestr. 20 * 30336 Miinchen 


Philip Morris USA 
Attn: Valerie A. King 
R&D Dept - A - Building 
P O Box 26603 
Richmond, VA 23261 
USA 


Laborleiter. 

I'riv.-Doz- Dr. Gerhard Scherer 

e-mai1: gerharrt.scherer@abf-lab.com 


Munich, August 28, 2002 


Re: Project Agreement 4 


Dear Mrs. King, 

thank you for your e-mail of today on the Projecet Agreement 4 (Phenylmercapturic acid in 
329 urine samples). 

1 have incorporated the requested revisions and include two signed copies of the Agreement 
for your further execution. 



I 


Best regards 


_ UM* 

PD Dr/fierhard ScHerer J 



Of? 



2 Enclosures 


ABF GmbH Kommimikation: 

Analytisch-Biologisch.es Forscliungslabor Tel: +49-89-535395 / -535464 
Goethestrasse 20 Fax: +49-89-532R039 

D-80336 Munchcn e-mail: info@abf-lab.com 

Internet: www.abf-lab.eoni 


Geschaftsfuhrer: 

Priv.-Doz. Dr. Gerhard Scherer 
Sit/- der Gesellschaft: Miinchen 
Amtsgericht Miinchen 
HRB 141758 


Bankverbindung: 

HypoVereinsbank Miinchen 
BLZ: 700 202 70 
Konto-Nr.: 656 803 320 


PM3006786611 


Source: https://www.industrydocuments.ucsf.edu/docs/hsmx0001 



